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Distribution: 
VP Operations 
Director of Engineering 
Customer Support Manager 
Technical Support 


Director of Operations 
Chief Engineer 
Production Engineers 
Product Manager - Solutions Provider 
Director Quality Assurance 
Engineering Project Managers 
Production Planners 
Supply Chain Director / Senior Buyer 


QC Coordinator 
Engineering Clerk 
Purchasing Manager 
Marketing Eugene 


RBW5605G00132-3G rev 2 ; All stock must be quarantined 
RBW5605G00351-3G rev 3 ; All stock must be scrap 
RBW5605G00551-3G rev 2 ; All stock must be scrap 


Customer report that the tools broke easily (welding issue) 


Description of Issue: 


Under Review Notification 


RBW5605G00132-3G 
RBW5605G00132-3G REV 2 


Raised By: 
Product #: Dart Tooling AGUSTA 


Product Name: WINDOWS INSTALLATION TOOL KIT 
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Do not leave blank 


VANESSA MOREL 


Reserved ECN / URF Log 
Number 


Part Number 
(D-Part and 9-Digit) 
(eg. D3535-11) 
(eg. D3535-25) 
(eg. D206-642-143) 
(eg. RBEM324U3010101-1) 


Drawing or Document 
& Current Affected Revision 
for each part listed 


Instructions Relevant to Each Part 
(including whether CHG #'s will be affected) 
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RBW5605G00351-3G 
RBW5605G00351-3G REV 3 
All sub components must be placed under review as well 
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RBW5605G00551-3G 
RBW5605G00551-3G REV 2 
All sub components must be placed under review as well 
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